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WINTERS IN ALGERIA.

MOSQUE OF LICHANA,

sheltered three thousand Arabs, who had congregated there
from, surrounding localities. They resisted the attacks of the
French for fifty-two days,: until the latter, expecting an easy
victory at the outset, were obliged to wait for reinforcements,
defending themselves during the delay in a fortification and in-
trenchment at ^ short distance from the natives. At the end of
the time mentioned the fort was compelled to surrender, and
only one Arab made his escape; all the inhabitants not killed
were taken prisoners.

This is the account as given by a veteran who accompanied
us over the ruins. He had, according to his statement, tried to
conciliate his brethren, taking the side of the French, but the
former would listen to nothing but resistance to the last man.